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Ici The fcUofrlng factories are helug constructed by the Bukovic Constnictloo 

Gon^.ny of Axwidjelo-^c^ which is under ttie direct control of the Federel 

Ministry of Constractlon for Serbia in BelgradOo 

(Fabrika Samota) in Arendjelovac 

a* TMrt factory is being constinicted by 800 laborers approximtely 1^5 
kilomal^ers northwest of the Arardjelovac railroad station*. The oniy 
hea^^y ec^ipEBexit used in the construction is an slectricsaXly opexiatecl 
**s«roXt” crane which haa a madLaam capacity of ®i.i: tons. The airmit 
is obtid^ned from an auxiliary power line from the power station at 
freocio 

b. Thar® tias been no equipment or machinsiy installed as yet and it is 
doubtful whether the factory will be completed by the ©nd of 1950o 
The factory w5,n provide employment for 800 to IjOOO woxicers 
will pi^uce '»Samot« fireproof brlckisf and mes. 

Lfi* rh@ eQT!iij.ignent in the factory will be electrically operated, and l^ie 
cust^seni. wUl be supplied by the factory's own generating equipnenta 

Arandjelovac 

a. The construction of this factory, on wliich 1,5CK) workers are oroloyed, 
begiin in l^ko and is due for con^letlon by the end of 1^50o The 
factory is located In th© Katipolje area« 

b. All the constmetion machlneiy is electrically operated and tlie oirrent 
±3 obtained from the aiodliary power line from ^ireodo 

c. m equipm^t or machinery has been installed as yet. mm conmletcdc 
til© factory will employ 1,000 to 1,500 workers and will manufactui^ all 
types of porcelain electrical fittings, includijig insulator®. 

1a. fho Workers » Permanent Housing Estate is also being built by the Bukovio 

Construction Ccm^iy to provM» homos for the workers ployed in both 

factories. 
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